NEWARK EAGLES BASEBALL CLUB 


Name John Davis 


Address 19 Marshall Street, Newark, N» J. 


Age 25 years Height 6 ft. Weight 


Throw right Bat Right 


Position centerfielder 


Years Playing Ball Professionally 2 years. 


Teams Played With Newark Eagles 


Birthplace Ashland, Vae 


Parents Living No 
Married Yes, 
Children No. 


Do you Drink Whiskey 
Beer X 
Wine 


Do you Smoke? Yes. 


95 lbs. 


n : eso 
w 
> i 
g tuk » 
m , 
č p á 
a oa oul d 


